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still the favorite ... offers even greater value now 
to those who want the best! 


Many architects are realizing even further economy, 
at no sacrifice in quality or beauty, by specifying 
Standard or Rustic types above third-floor levels. 
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You are invited to make full and frequent use of our 


technical counsel and bid-procurement services, without 
expense or obligation. 
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A New Year’s Recapitulation 


HE JOURNAL is four years old. 

When it was launched in 
January 1944, its purpose and its 
chief aims were set forth in a 
statement by the Editor. Most of 
those aims seem as valid today— 
particularly the following: 

“What the JouRNAL does ear- 
nestly hope to do is pick up, as 
with a microphone, the voice of 
the profession, and amplify it to 
audibility.” 

The statement went on to say: 
“There is evidence that the archi- 
tect himself would like to hear this 
voice, as well as to help give it 
words.” Four years’ experience 
has shown that, while the first part 
of that sentence is still true, the 
second part is open to question. It 
would seem that the architect is 
willing to listen but unwilling to 
talk. His development of facility 
with a pencil seems to have atro- 
phied his powers of expressing his 
thoughts with a pen. 

When serving my apprentice- 
ship in writing, my editorial chief, 
when he saw me approaching with 
a new offering, would instinctively 
reach for his blue pencil. Almost 


without reading what I had hope- 
fully written, he would begin the 
devastating strokes of blue. Ar- 
chitects as a class are rather like 
that. Their training has accen- 
tuated the faculty of intelligent 
criticism. They would rather say 
what is wrong with another’s pro- 
posal than risk offering one of their 
own devising. Viewing the archi- 
tect objectively and dispassionately, 
isn’t that true? 

Chief among our New Year's 
resolutions, therefore, is the re- 
solve to arouse the individual archi- 
tect to voice his thoughts. It is 
inconceivable that he is paying no 
heed to where the profession is 
going, and why; whether it is on 
the right road or in a blind alley; 
whether the revolution in educa- 
tional methods and curricula is 
producing better architects, or 
worse; whether specialization is an 
inevitable development in our pro- 
fession as it has been in others; 
whether the practitioner of today 
should continue to assert authority 
in a rapidly widening circle of 
technical knowledge. He cannot 
dismiss such questions and many 
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others of equal importance with 
the determination to let George 
worry about them. 


Assuming, then, that the archi- - 


tect has some thoughts on matters 
of primary importance to his pro- 
fession, the exchange of these 
thoughts with his fellow practi- 
tioners should combine to form a 
resultant, just as does a stress dia- 
gram in graphic statics. And the 
paper on which these should be 
plotted is that of the JouRNAL’s 
pages. 

It has been said of the JOURNAL 
that it has been concerned too 


much with the past. Looking back- 
ward is not our preferred indoor 
sport, but our crystal ball is 
cloudy; we cannot see the path 
leading from the present into the 
future and issue ukases concerning 
it. The Editor is not a seer nor a 
prophet; he can only be an agent 
in correlating the thoughts and 
visions of those among us who 
think and see—and write. 

'To quote once again from the 
first issue of the JOURNAL: 

“The profession itself must as- 
sume responsibility for its own 


destiny.” —H.H.S. 


An Emergency Housing Program 
A STATEMENT BY THE BOARD OF DIRECTORS, A.LA. 


HE AMERICAN INSTITUTE OF 
ARCHITECTS is keenly aware 
of the housing shortage still con- 
fronting the country and of the 
high importance of finding means 
of correcting it. For the informa- 
tion of its members and of the pub- 
lic, the Board of Directors, assem- 
bled at Charleston, S. C., on 
December 4th, 1947, adopted the 
following recommendations for an 
emergency housing program: 
Material shortages in the con- 
struction industry are gradually 
being relieved and there should, 


before long, be a steady and ade- 
quate flow of building materials, 
assuming that the export of build- 
ing materials is properly controlled. 
Equally important with the in- 
creased production of materials, is 
the return to a more balanced pro- 
duction. In many cases the ma- 
terials produced for housing and 
for heavy construction are comple- 
mentary, and they can be produced 
more economically for both kinds 
of construction than if the produc- 
tion is restricted to one type or 
the other. Within a period of two 
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or three years, barring any unfore- 
seen development, there may be 
a reduction in the cost of building 
materials as a result of greater 
competition and greater produc- 
tion. 

The shortage of skilled on-site 
labor is a more serious deterrent to 
an adequate expansion of construc- 
tion, and constitutes the No. 1 
problem of the building industry. 
We need, immediately, an im- 
provement in the productivity of 
the limited supply of construction 
labor that is now available. In 
addition we must accelerate ap- 
prentice training and the accept- 
ances of apprentices by both em- 
ployers and labor unions if we 
expect to meet the nation’s accu- 
mulated construction needs. 

Federal assistance is now given, 
on a very substantial scale, to col- 
lege training for veterans. A 
larger portion of the funds now 
made available for education and 
training of veterans should be used 
for developing and supporting more 
effective vocational training schools 
for building mechanics. Better 
vocational schools could produce 
good mechanics more rapidly than 
present training methods if organ- 
ized labor would adapt its mem- 
bership requirements to acceler- 
ated training procedures. It is essen- 


tial that labor organizations take 
effective steps to raise the efficiency 
of labor and to adequately increase 
the number of journeymen. 

Private initiative has made a 
start on overcoming the housing 
shortage. Liberal mortgage provi- 
sions with Government guarantee 
to the loaning institution against 
loss has provided generally ade- 
quate funds for financing. One of 
the greatest deterrents to construc- 
tion, particularly of rental housing, 
is the failure to announce a definite 
program for the gradual raising 
of rental ceilings and their ulti- 
mate elimination. We therefore 
urge, as one of the most effective 
incentives to private construction, 
the gradual raising of rental ceil- 
ings and the ultimate elimination 
of all rent controls. The transition 
should be made carefully, however, 
in order to avoid creating infla- 
tionary tendencies sufficient to pre- 
cipitate a new round of increases 
in wages and prices. 

Under the present F.H.A. Title 
VI procedure and the Veterans’ 
Housing Program, the Federal 
Government takes most of the 
risks of present construction costs; 
but these programs have provided 
practically no housing for families 
of low income. Dwelling units 
vacated by families that are able 
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to afford the cost of new housing 
have in the past been relied upon 
to supply the needs of low-income 
families. This system of "filtering 
down" fails in the face of the hous- 
ing shortage. The “filtering 
down” process will not really be- 
gin to operate as an indirect pro- 
ducer of housing for low-income 
families until the vacancy ratio 
reaches at least 5%. 

For the specific purpose of meet- 
ing the needs of low-income fami- 
lies during the present housing 
emergency, therefore, we make the 
following recommendation: In ad- 
dition to the encouragement of 
private enterprise in home con- 
struction, an immediate resumption 
of public housing in local areas 
where there is a critical housing 
shortage. 

The conversion of existing 
structures to provide a large num- 
ber of dwelling units with existing 
facilities should be encouraged. 
This method, wherever it is appli- 
cable, will give quicker and more 
economical results than new con- 
struction and will make less exten- 
sive demands on the supply of 
building materials. 

To summarize, we recommend 
the following program: 


1. The stimulation of an intensive 


program of apprentice training 
which will produce, as rapidly 
as possible, an adequate supply 
of skilled on-site building labor. 


. The determination and public 


announcement of a definite pro- 
gram for the gradual elimina- 
tion of rent control. 


. À conversion program to in- 


crease the number of rental 
units in existing structures. 


. The undertaking, for the next 


two years, of a publicly fi- 
nanced housing program. ‘This 
should be similar to the 
U.S.H.A. public housing just 
prior to the war except as fol- 
lows: 


(a) Construction-cost limitations 
should be increased to allow 
the use of prewar physical 
standards at current con- 
struction costs. 


(b) During the period of the 
housing emergency, the 
equivalent elimination of 
substandard housing should 


not be required. 


(c) Control of planning and de- 
sign as well as ownership 
and management should be 
vested in the Local Housing 


Authorities. 
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The Architect and the Building Code 
By Emil J. Szendy 


“Those dull and infuriating docu- 
.ments — Building Codes" — Maurice 
Webster in “What Is ‘Fireproof’ ?” 


HAT BuirpiNG Coprs are 

dull cannot be gainsaid, and 
it is unlikely that they will ever be 
zestful reading; that they are fre- 
quently infuriating is partly due 
to the apathy of the architects 
when Building Codes are written 
or revised, 

There are over fifteen hundred 
Building Codes in effect today in 
the United States, and there is 
hardly an architect who does not 
work, at least occasionally, under 
the limitations and restrictions of 
an obsolete Code, or a Code which 
leaves him dazed and incoherent. 
The architect and his client are 
directly concerned, and the archi- 
tects, individually and as a group, 
should far more actively partici- 
pate in improvement of Building 
Codes than is the case today. 

When Code study and revision 
was first attempted back in 1931, 
Edward H. Brown and Albert 
Kahn rendered magnificent service 
as members of the Department of 
Commerce Building Code Commit- 
tee which prepared BH14, “Ве- 


commended Minimum  Require- 


ments for Fire Resistance in Build- 
ings." Up to recent times, BH14 
served as the pattern for Code 
writers, and innumerable Codes 
followed its recommendations. 

Later, Albert Kahn served as 
a member of the same committee 
in the preparation of M151, “De- 
sign and Construction of Building 
Exits,” an exhaustive study of the 
subject; the Report, published in 
1935, is still authoritative source 
material. 

With the passing of the Hoover 
Administration, the Department 
of Commerce Building Code Com- 
mittee was dissolved and the work 
was later continued under the aus- 
pices and procedure of the Ameri- 
can Standards Association. The 
ASA procedure is to set up Sec- 
tional Committees for each Stand- 
ard, with membership from the 
professions, industry and related in- 
terests. Under the ASA procedure, 
the process of evolving the much 
needed Standards has been pain- 
fully slow; reconciliation of basic- 
ally different viewpoints has been 
time-consuming, and the accepted 
compromises eventually published 
as recommended basic Building 
Code requirements have not had 
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the general acceptance accorded 
the work of the defunct Depart- 
ment of Commerce Building Code 
Committee. One important Sec- 
tional Committee, working on 
“Building Code Requirements for 
Fire Protection and Fire Resist- 
ance,” has been at work for five 
years; and the end is not yet in 
sight. In the meantime Code con- 
sultants are not given access to the 
findings or recommendations of the 
Committee, although industry does 
not hesitate to quote from the 
incomplete Standard to gain a 
point in local Code preparation. 

The A.I.A. has representation 
on practically all of the ASA Sec- 
tional Committees, but the prepon- 
derance of nonprofessional view- 
points on the Committees prevents 
effective action. 

More effective action must be 
taken by the professions, especially 
the architectural profession, if tan- 
gible and worth-while results, 
comparable to BH14 and M151, 
are to be achieved. The rearrange- 
ment and revision under way today 
will barely scratch the surface and 
will not reach the roots of the evils 
in Building Codes. Far more has to 
be done than just to substitute ref- 
erence Codes and performance re- 
quirements for the obviously anti- 
quated specification requirements. 


The provisions and requirements 
of Building Codes, even the best 
Building Codes, require analysis, 
study, change, deletion; and the 
work should be done by profes- 
sional men working together, exam- 
ining the traditional forms, provi- 
sions and requirements, and the 
manner of their exposition ; setting 
up Standards of Good Practice; 
working with other groups to edit, 
rearrange and clarify existing 
Standards; and to coordinate the 
whole. 


The matter of Code arrange- 
ment needs re-study. A desirable 
Code arrangement is one which 
will facilitate its use in the manner 
in which Codes are customarily 
used. It should not be necessary 
to look in three places for regula- 
tions affecting the use of a material 
as is the case when, for instance, 
the requirements for steel as a 
material are in one chapter, the 
allowable stresses in another chap- 
ter, and the requirements for fabri- 
cation and assembly in a third 
chapter; nor should it be necessary 
to wade through the greater part 
of a Code and its innumerable 
footnotes to determine what the 
general requirements are for a 
building of specific occupancy. The 
trend generally is toward more 
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classifications of occupancy and 
toward requirements related to the 
hazard of the occupancy; be it 
hazard requiring special provisions 
for egress, hazard to the building 
or the community because of flam- 
mability of the contents, or hazard 
to health, public welfare or morals 
inherent in the use or occupancy. 

Economy in construction and 
simplicity in presentation require 
that, within reasonable limits, pro- 
visions be related to the occupancy. 
This does not mean that the Code 
should be a series of miniature 
Codes; a compromise between the 
two customary arrangements will 
benefit from the advantages in- 
herent in each. 

The traditional Code require- 
ments should be re-examined for 
their validity, source and propriety. 
In spite of all that has been said 
and done about revision, Codes, 
more often than not, include and 
repeat the customary requirements, 
many of which fail to make good 
sense. Under most Codes a chim- 
ney in a dwelling house may be 
built one brick thick, and to it may 
be connected stoves or furnaces 
generating flue-gas temperatures 
over 1,000° F. For certain occu- 
pancies, an incinerator flue may be 
similarly constructed, although 
the flue-gas temperature should be 


over 1,200° F. for proper combus- 
tion of obnoxious odors. Yet, un- 
der most Codes, a chimney so con- 
structed may not be used in a 
small commercial building, al- 
though the connected heating de- 
vice is equipped with controls and 
heat transfer surfaces, and the 
flue-gas temperature never exceeds 
600° F. 

The usual theater curtain has 
a fire-resistance rating of only %4 
hour, but the walls surrounding 
the curtain are required by most 
Codes to have a fire-resistance 
rating of 4 hours. 


There is a crying need for Stan- 
dards of Good Practice, drafted by 
the architectural and engineering 
professions and accepted by indus- 
try, with application not only in 
the preparation of Building Codes, 
but also in the writing of specifica- 
tions. Standards of Good Practice 
could be incorporated by reference 
into most Building Codes as repre- 
senting accepted safe practice and 
prima facie evidence of conformity 
with that basic Building Code re- 
quirement, safe construction. 

The British are far ahead of us 
in this work. In spite of recon- 
struction, upset economy, insuffi- 
cient food and international crises, 
the British have issued documents 
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called “British Standard Codes of 
Practice,” prepared by the Codes 
of Practice Committee for Civil 
Engineering, Public Works and 
Building, and arranged under three 
headings: 1. “Carcase Series,” 
equivalent to our requirements for 
the structure of the building; 2. 
“Finishing Series,” dealing with 
interior finish; and 3. "Installa- 
tion Series" dealing with mechani- 
cal equipment. The membership 
of Codes of Practice Committees 
is almost entirely from the profes- 
sions. 

In addition, a Joint Committee 
of the Building Research Board of 
the Department of Scientific and 
Industrial Research, and of the 
Fire Offices’ Committee in London 
is in process of preparing a report 
on “Fire Grading of Buildings.” 
The subjects covered by this Re- 
port include: General Principles 
and Structural Precautions; Fire 
Fighting Equipment in Buildings; 
Means of Escape; Chimneys and 
Flues; and generally cover the 
same ground as provisions under 
similar headings in American 
Building Codes. Part I of this 
Report—General Principles and 
Structural Requirements—was is- 
sued in 1946 and is an exhaustive 
and competent study of the sub- 
ject. A comparable study and re- 


port is badly needed in the United 
States, not only to establish rational 
Building Code requirements but 
also to serve as a textbook for the 
professions in the preparation of 
Building Code regulations. 


In recent years architects have 
been called upon, right in the midst 
of the busiest period in a lifetime, 
to participate in the rewriting or 
revising of Building Codes. Many 
have found the work not only in- 
volved, complicated and time-con- 
suming, but also heartbreaking be- 
cause of lack of support, spirited 
interest and cooperation from their 
colleagues. In one large city, a 
meeting called to discuss Building 
Code revision was so sparsely at- 
tended as to be a complete failure, 
even though a well-informed 
speaker had come a considerable 
distance to address the assembly. 
Although the subject is of prime 
importance to the architects and 
to the city in which they live or 
do their work, participation and 
active work is by the few, and even 
that is frequently grudgingly given. 

When public hearings get under 
way the architects stay away in 
droves, while the proponents of 
special interests appear to persuade 
the Council committee of the 
righteousness of their demands; 
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and there is no one present to ques- 
tion their frequently plausible ar- 
guments. Seemingly, the architect 
is unwilling to stick his neck out, 
either individually, or as an А.Г.А. 
Chapter, or as an Architectural 
Society. Participation in contro- 
versy may be undignified, but is 
necessary to prevent the introduc- 
tion of provisions which are later 
“infuriating.” Then, there is al- 
ways the fear that the Building 
Code will become a political foot- 
ball, and that by clever distortion 
the football and the architects may 
become one and the same. The 
smart thing to do, say the archi- 
tects, is to stay out of it entirely. 
Actually the architects, especially 
when acting as a group, are in 
a much stronger position than they 
realize. Usually the Council com- 
mittee is composed of lay members 
without building experience, who 
sit and listen to technical discus- 
sions completely beyond their ken, 
and who welcome with joy and re- 
lief, unbiased, qualified opinions 
and recommendations from an un- 
selfish professional source. Active 
participation of the architects at 
public hearings is essential and 
needed, provided that—and this 
is of great importance—the partici- 
pating architects are adequately 
informed and have a background 


of knowledge derived from the 
study of Codes and source mate- 
rial and are not expressing arbi- 
trary opinions based upon super- 
ficial investigation. 

The procedure followed in 
drafting the Building Code for 
Cleveland and some of the pro- 
posed provisions may be of interest 
to other cities doing like work. 

The Code chapters were written 
in first-draft form and these first 
drafts were immediately issued for 
examination and review by pro- 
fessional committees, committees 
of the building industry, and to 
industry generally. The reviews 
and comments from all sources 
were then assembled and evaluated 
and a revised draft prepared which 
was again issued to all concerned. 
In this manner the time-consuming 
wrangling over minor questions, 
frequently experienced at public 
hearings, was avoided. 

The Cleveland Chapter of the 
A.I.A. participated through a 
Building Code Committee in 
which most members of the Chap- 
ter were included at one time or 
another. Chapters of the Code 
dealing with specific occupancies 
were reviewed by members of the 
Chapter especially familiar, from 
active practice, with the require- 
ments for such occupancies. 
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This A.I.A. Building Code 
Committee sponsored and assisted 
in the formation of a “Joint Build- 
ing Code Committee of Profes- 
sional Architects and Engineers,” 
a Central Code Committee of ten 
members, each member represent- 
ing a professional society. ‘The 
members of this Central Commit- 
tee acted as liaison officers for their 
societies, and the Joint Commit- 
tee, functioning as a clearing house 
for suggestions, criticisms and rec- 
ommendations, reconciled differ- 
ences of opinion and was able to 
speak for all professional men at 
the public hearings. 


The Cleveland Building Code 
is being written to serve the regu- 
lated public, and every atempt is 
being made to facilitate its con- 
venient use by the regulated public. 
The arrangement is such that a 
“Dwelling House Code” can be 
assembled from integral parts of 
the Code and printed separately. 
Similarly, a “Multiple Dwelling 
Code,” included under Require- 
ments based on Occupancy, con- 
tains all regulations governing the 
construction and use of multiple 
dwellings, including apartment 


houses, hotels, rooming houses and 
similar buildings of human habita- 
tion. 

The Code will introduce a new 
term, “fire load,” analagous to 
“live load." The requirements for 
fire resistance in fireproof build- 
ings will depend upon the amount 
of combustibles present in the in- 
tended occupancy, i.e. the “fire 
load." Three classes of fireproof 
construction are defined, each 
deemed to be adequate for a listed 
group of occupancies. In this man- 
ner the required fireproof con- 
struction for an occupancy will be 
only that necessary to withstand 
a complete burnout. When changes 
in occupancy are contemplated, 
greater fire resistance can be incor- 
porated, as would be the case in 
designing for greater future live 
loads. 

The Code has been drafted after 
exhaustive study of source mate- 
rial and critical examination of 
existing Codes. Provisions have 
been included for setting up a 
Board of Standards and Appeals 
empowered to approve new ma- 
terials, prepare rules and regula- 
tions, grant variances, and recom- 
mend changes in the Code. 
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The Institute’s Secretary 


T THE END of its Semi-An- 
A nual Meeting in Charleston, 
South Carolina, December 6, 1947, 
the Board of Directors of The In- 
stitute accepted with deep regret 
the resignation of Alexander 
Cochrane Robinson, III, r.A.r.A., 
as Secretary. Mr. Robinson has 
held the office since his first elec- 
tion by the Convention of 1943 
at Cincinnati. Pressure of his 
activities in the firm of Garfield, 
Harris, Robinson & Schafer, Cleve- 
land, Ohio, made it necessary for 
him to resign the Institute Secre- 
taryship. His broad knowledge of 
Institute affairs, his mature judg- 
ment, his devotion to the best in- 


terests of the profession, and—not 
least—his resonant voice on the 
Convention platform, will be sadly 
missed. 

The Board elected Clair Wil- 
liam Ditchy, rF.A.rA. of Detroit, 
to fill the unexpired term as Secre- 
tary of The American Institute of 
Architects. A former Director of 
the A.I.A. representing the Great 
Lakes District, a past President 
of the Detroit Chapter, a past 
President of the Michigan Society 
of Architects, present Chairman 
of The Institute's Committee on 
By-Laws, Mr. Ditchy needs no 
introduction to anyone even re- 
motely connected with The А.Т.А. 


Architecture in the Elementary Schools 
By J. Robert Buffler 


ASSOCIATE PROFESSOR OF ARCHITECTURE, THE UNIVERSITY OF TEXAS 


RCHITECTS аге continually 

moaning about the public— 
its bad taste in architecture, its 
lack of appreciation, its doubtful- 
ness of the necessity of architec- 
tural services and its general lack 
of understanding of all things ar- 
chitectural. Scarcely an issue of 


the JOURNAL appears without 
some reference to the subject so 
close to the hearts of the archi- 
tects — their Public — deploring, 
suggesting, trying small experi- 
ments here and there that scarcely 
reach a fraction of one per cent. 


How can the Public be told? 
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Let’s stop beating around the 
bush and go to the place where 
eighty per cent of the people learn 
eighty per cent of what they know. 

The answer then is: Put archi- 
tecture into the curricula of the 
elementary and secondary schools. 
The answer is simple but the ac- 
complishment is difficult. It calls 
for the united effort of the entire 
body of architects in the nation. 
It calls for the organization of a 
campaign headed by The Ameri- 
can Institute of Architects with 
perhaps a special committee and 
special funds. It calls for the 
public expression of well-rounded 
arguments by our best writers and 
speakers. It calls for teacher- 
training programs to be set up in 
the architectural schools where 
perhaps an intensive summer's 
work would give an interested 
teacher a basis for elementary or 
secondary instruction. Finally 
and most important, the school 
boards must be won over to our 
way of thinking. 

The reasons for the inclusion of 
architecture in the curricula of 
elementary and secondary schools 
are two-fold. "They divide into 
the cultural or esthetic, and the 
practical. 


The cultural background of 


architecture, its history and ap- 
preciation, forms the outline of 
the world's cultural development. 
This statement needs no apology. 
Why, then, has it been left to 
painting, sculpture and music to 
carry the responsibility of cultural 
education? It may be easy of ex- 
planation but it is hard to under- 
stand. Even at the college level 
these three are at the forefront of 
the course offerings for the gen- 
eral cultural background in the 
arts—Princeton and a few others 
excepted. Arguments for archi- 
tecture to lead the way are easy 
to find and can be used vigorously. 

'The arguments for the practi- 
cal necessity are, of course, bound 
up in the cultural but may be sep- 
arated for lay consideration. A 
public educated in the apprecia- 
tion and fundamental principles of 
architecture will demand better 
space for living. ‘That in itself 
constitutes a major advance. But 
they must know what is available 
before they can demand it. 

Then there is the education for 
citizenship. As a student the citi- 
zen will have learned in his civics 
and government classes all about 
the duties of the mayor, the alder- 
men, his Congressman and the 
President. But as to the civic 
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duties he, himself, might partici- 
pate in as a member of the school 
board, on a church building com- 
mittee, playground and recreation 
advisor and the like, he will have 
learned nothing. Does the aver- 
age citizen know what his Plan- 
ring Board is, what it is doing and 
why it should be supported? If 
he does, he did not learn it in 
school. It cannot be denied that 
an intelligent interest in and sup- 
port of these things is useful to 
the welfare of the community. 

There is the further argument 
for an appreciation of good archi- 
tecture that applies to the ac- 
cumulation of wealth. Better ar- 
chitecture makes better business. 
In the commercial field its in- 
creased customer attraction, and 
in the industrial field its more effi- 
cient production. That argument 
is merely a variation in the end 
result of the first argument but 
might make more sense to a busi- 
ness man. 

The question would be asked, 
“How and what would you 
teach?” The proper answer would 
evolve from the meeting of many 
minds, but in general, the teach- 
ing program might start with an 
infiltration into the courses in 
civics, history and social studies. 


In the social studies might be in- 
cluded the architectural back- 
ground of the countries and peo- 
ples studied, with, perhaps, spe- 
cial attention to the “why” of 
their building. In the history 
courses the social development in- 
cluding architecture, might be 
included along with the usual po- 
litical history. Civics courses 
could include the fundamentals of 
city planning and the work of the 
planning boards. At the high- 
school levels special courses could 
be created to cover community ar- 
chitecture, history and planning. 
Textbooks and supplementary 
reading matter not yet written 
would be necessary for all levels. 

Finally, the architectural schools 
would have to broaden the scope 
of their offering to the lay student 
and the elementary teacher, bring 
their courses into line for this 
program. ‘The schools should and 
must take the lead in the lay edu- 
cational field and in guidance and 
instruction of secondary school 
teaching personnel as the only 
qualified educational agencies. 
This lay education has tremendous 
possibilities and would require a 
generation to come to fruition. It 
would take a tremendous amount 
of work by our best minds to put 
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over such a program, but once it 
was underway, the benefits to the 
public through their own de- 
mands and to the profession by 
reason of an educated constitu- 
ency would be inestimable. 


The arguments and methods 
stated are not meant to be com- 
prehensive, merely controversial. 
Is there any architect who does 
not believe it would be a fine 


thing to have a public with a back- 
ground knowledge of architec- 
ture? If there are no negative 
answers, then how else can a gen- 
eral background be acquired than 
through the elementary and sec- 
ondary schools? Let us admit, 
then, that our lectures here and 
our exhibitions there are only 
drops in the educational bucket 
and get down to work on national 
education. 


Town Planning in Poland 
By Hermann H. Field 


DIRECTOR OF BUILDING PLANS FOR CLEVELAND COLLEGE, WESTERN RESERVE UNIVERSITY 


Epitor’s Nore: The following 
observations formed the basis of a 
broadcast from London, Oct. 7, 
1947, telling of observations made 
during a tour for the study of 
reconstruction and replanning in 
devasted parts of Europe. The 
author, in reply to our questions 
about the present political situa- 
tion in Poland and how it had af- 
fected planning, wrote the fol- 
lowing: 

“There was no intentional soft- 
pedaling of political difficulties in 
Poland. Inevitably every country 
of Europe as an aftermath of the 
war has been faced with the solu- 
tion of almost insuperable есо- 
nomic, social and political ques- 
tions. This has especially been true 
in the case of countries such as Po- 
land which in its prewar years had 


still failed to solve problems which 
we in the West have taken for 
granted over the past hundred 
years, and whose governments fos- 
tered a colonial feudalism instead 
of trying to solve Poland’s crying 
social and economic needs, In- 
evitably the change from years of 
prewar misgovernment, followed 
by the German devastation and 
the colossal task of rehabilitation, 
have involved Poland in a major 
social upheaval. This is obvious. 
What we want to know is what is 
being done with this opportunity 
—good or bad. There is no better 
and more revealing point of obser- 
vation than the physical planning 
field which is, in its standards and 
approach, bound to reflect the 
broader social and economic think- 
ing and ideals. 
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“Our survey showed a most 
positive accomplishment, which 
deserves much wider attention in 
the profession in this country. If 
this is at variance with our concept 
of a Poland under the Russian 
iron heel, this is not the fault of 
Poland, and we cannot expect 
them to change the evident charac- 
ter of their work to suit our ideo- 
logical necessities. The fact is that 
Polish planning, its neighborhod 
standards, its urban ideals, are 
strongly rooted in English prece- 
dent; that it reveals a spirit of in- 
dependence and self-assurance and 
respect for the individual that 
are the characteristics of a free 
people working out their own des- 
tiny. This was borne out in our 
travels through the country and in 
the close contacts provided to us 
by unlimited Polish hospitality. 
In its socializing trends it obvi- 
ously leans strongly on Russia, 
largely due to default of under- 
standing of its needs by the West. 
In its culture it is much closer to 
the West. In the total picture it 
still is an amalgam of both, and one 
of great promise. Our experience 
was that the greatest obstacle to 
closer cultural ties came from our 
side in the crude concepts we have 
attached to Poland without being 
willing to look at what is really 


happening there.” 

M Y VISIT to Poland was part of 
a larger study of the progress 

in rebuilding, housing, and long- 

range planning which our group 


made in England, Czechoslovakia, 
and Poland. These three countries 
seemed a logical continuity from 
West to East. Each had suffered 
wartime destruction and disloca- 
tion in various degrees, and each 
had in its own way embarked on 
a program for replanning its cities 
and countryside, not only as an 
immediate reconstruction measure 
but also with the long-range ob- 
jective of making them more satis- 
factory places in which to live. 
And there are further parallels be- 
tween the three countries in some 
of the enabling legislation for this 
replanning, as well as in the 
schemes themselves. 

Of the three I was especially 
curious about Poland. In America 
we had little information on the 
general concepts of Polish recon- 
struction, and beyond that there 
were very conflicting reports about 
the state of things there. I had 
worked in Poland during 1939 
prior to the war, and was then 
caught there in the German inva- 
sion during the first month. Since 
then there had been devastation on 
an unconceivable scale, followed 
when peace came again by a marked 
departure from the social, politi- 
cal and economic concepts that I 
had known in pre-war Poland. 
What does it all add up to in terms 
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of interest to the architect and 
planner? Here is one of the most 
baffling reconstruction assignments 
ever faced by any group of pro- 
fessional men: How are they solv- 
ing it, and what guide is it to us 
in America as to Poland’s future? 

The answers to these questions 
came only gradually to our group 
after wandering through War- 
saw’s tragic ruins and those of 
many other Polish cities, and after 
discussing the planning problems 
everywhere with the men and 
women most directly concerned, 
from the planning offices all the 
way down to the folk who were 
clearing the endless rubble and 
restoring the burned-out shells of 
buildings that looked beyond re- 
pair. 


What are the main problems 
with which Poland’s architects and 
planners have to cope? The most 
immediate one is, of course, the 
rehabilitation of her devastated 
cities. It is a long list: Warsaw, 
Gydnia, Gdansk, Wroclaw, Szcze- 
cin—almost all of Poland’s major 
cities with the exception of Kra- 
kow and Lodz, both of which suf- 
fered only minor damage. War- 
saw is at the head of the queue, 
both because of the magnitude of 
destruction—80% of the main city 


area either reduced to rubble or 
surviving only as gutted building 
shells, and because it has become 
a symbol of Poland’s will to sur- 
vive. Almost 600,000 people have 
again made Warsaw their home; 
that’s nearly half its prewar popu- 
lation. There is a deep sense of 
participation, not only on the part 
of these people, but throughout the 
country, in every step of War- 
saw’s reconstruction. I saw bri- 
gades of volunteers working on 
clearance projects — not just local 
inhabitants, but students and 
youth from all over the country— 
giving their vacations to this job. 
There were even brigades from 
neighboring countries such as 
Czechoslovakia and Bulgaria and 
Yugoslavia. 

During the past two years an 
amazing amount has already been 
done in rehabilitating Poland’s 
major cities, but still in relation 
to the scale of destruction it is 
only a small beginning. In the im- 
mediate years ahead, the main job 
will still be to save the capital in- 
vestment in repairable building 
shells, and in general this will have 
priority over the construction of 
new buildings. I was amazed at 
the way buildings which in Amer- 
ica would have seemed beyond all 
possibility of salvage, are back in 
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POLAND REBUILDS—THE ZOLIBORZ PROJECT: 
ABOYE, AFTER THE BLITZ; BELOW, AS NOW RESTORED 


POLAND REBUILDS—THE RAKOWICERE PROJECT 
ABOVE, AFTER THE BLITZ; BELOW, AS NOW STORED: 


use again with hardly a trace of 
their recent bad condition. 

In spite of these limitations ar- 
chitects are already working on 
projects for public buildings, for 
neighborhood developments, and 
for housing projects in anticipa- 
tion of the moment when work on 
these can begin. Even while I was 
in Warsaw, construction work was 
about to start on the first post-war 
housing project. Similarly every- 
where teams of planners, while 
snowed under with the immediate 
emergency problems, still 
somehow finding the energy to do 
the basic planning for the future 
development of their cities. 


were 


High priority in the rehabilita- 
tion work is given to surviving bits 
of buildings of cultural and his- 
toric value, such as churches, me- 
dieval town squares, and other 
outstanding architectural monu- 
ments, They feel that the future 
Poland must be rooted in its past, 
especially after what the country 
has been through. 

The second problem facing Po- 
land’s planners is the destruction 
of thousands of her villages which 
formed the backbone of her pre- 
dominantly agricultural economy. 
In the main battle areas villages 
have disappeared, leaving hardly 
a trace. I remember especially 


seeing the effects of this in areas 
of northwest Poland with vast 
stretches of agricultural land no 
longer under cultivation. The 
building of new villages and the 
restoration of those that are not 
fully destroyed thus becomes an 
urgent task. This has led to a 
unique program of village replan- 
ning, involving a restudy of the 
village layouts for better living and 
more rational land use, and also the 
study and modification of tradi- 
tional farm structures to fit them 
better to available materials and 
present needs. Near Warsaw I 
visited an experimental village 
called Piaseczno, where a variety 
of materials and construction sys- 
tems had been used for the differ- 
ent buildings. In turn this village 
was part of a larger replanning 
study for the whole parish consist- 
ing of some fifteen villages. The 
most rational crops, the communi- 
cations, the common services, ad- 
ministrative and health facilities, 
and the schools, and many other 
factors had all been brought into 
the master plan of this small re- 
gion with the same care and in- 
terest that was being applied to 
the large urban centers. Similar 
studies are going on in other re- 
gions of Poland to develop typical 
patterns there. Inevitably most of 
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this is still in the blueprint phase, 
but the progress in rural rehabili- 
tation is already reflected in the 
sharp improvement in the food 
situation this summer and fall. As 
with the cities, what is impressive 
is the combination of dealing with 
the emergency and at the same 
time making it the starting point 
for the planning of a much better 
future environment. 

In addition to the reconstruction 
of Warsaw and her other major 
cities, there is a third problem af- 
fecting physical planning in Po- 
land. That is the extensive changes 
in frontiers, with the loss of terri- 
tory in the East and the gain of 
valuable new regions in the West. 
These changes are an important 
element in Poland’s program of 
industralization and in the im- 
provement of her network of com- 
munications. Already millions of 
settlers from the more backward 
eastern areas have migrated into 
this new West, and there is an 
air of great optimism and feverish 
activity as these former German 
areas come back to life. But this 
migration is always in danger of 
running ahead of the planning. The 
impact of these settlers was es- 
pecially noticeable in the ruins of 
Wroclaw, the former German 
Breslau, where the pre-war Ger- 


man population of some 800,000 
people has been replaced by some 
280,000 Polish migrants, many of 
them in contact with urban life for 
the first time, and in any case un- 
familiar with the problems of this 
region. Extensive studies are 
being made of the living habits of 
these newcomers so as to plan as 
closely to their needs as possible and 
help them to take root. 

Finally, the most important as- 
pect of Poland’s physical planning 
is its careful integration from the 
national to the local scale, covering 
every corner of the country, and 
the correlating of this with its 
comprehensive economic and so- 
cial planning. They are the two 
pillars of Poland’s rapid recovery 
and of the better life that she seeks 
when once this is accomplished. 
In the economic sphere it takes the 
form of the 3-year National Eco- 
nomic Plan; in the environmental 
sphere the laws and procedure are 
established by “The Planned Phys- 
ical Development of the Country 
Act” of April 1946, a parallel to 
England’s Town and Country 
Planning Act, but much wider in 
its scope. Under this act the re- 
sponsibility for developing the 
broad outline of the face of future 
Poland lies with the Central Of- 
fice of Physical Planning. Under 
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it come a number of regional of- 
fices which apply these standards 
to the specific problems of the dif- 
ferent main areas of the country. 
Then there are the local offices 
within these regions dealing with 
the replanning of cities and towns 
and villages, and with the architec- 
tural design of neighborhoods, and 
civic buildings and housing proj- 
ects. 

Now you may ask what the rela- 
tion is of all this planning to the 
immediate rebuilding job at hand. 
Isn’t there a gap between all the 
maps and projects and master 
plans for the future, and the clear- 
ing of the rubble and patching up 
of structures? Actually, this is 
not the case. Every bit of rebuild- 
ing is related carefully to the fu- 
ture aspect of the community. 
Some districts will be based on re- 
tention of rebuilt structures. 
Others will be reserved for green 
belts; other areas for entirely new 
neighborhoods of housing projects 
with all the component community 
facilities.. The former Jewish dis- 
trict of Warsaw, now a 200-acre 
desert of rubble, is already under 
study as the site of a new residential 
district. But whereas formerly some 
200,000 people lived there in over- 
crowded conditions, the future 
inhabitants will be limited to 


45,000. And although this still 
sounds a lot for 200 acres, we must 
remember that this will be right 
in the center of the new city. 


And this brings me to the final 
subject of the quality and success 
of Polish reconstruction, and 
through it the indications that it 
gives us as to Poland’s future. 

In planning technique and in 
the maturity of the actual design 
work, I would place Poland way 
out front. The scope of the plan- 
ning is quite unique, and the 
standards should be of great in- 
terest to planners and architects in 
other countries. This is especially 
remarkable in view of the small 
resources in trained professional 
men left to Poland after the ef- 
forts of the Nazis to wipe out 
these elements of the Polish popu- 
lation. Each planner and architect 
whom we met is doing the work 
of ten, and at the same time train- 
ing newcomers who have had no 
previous contact with this sort 
of work. The devotion of these 
teams to Poland’s future and the 
cooperative spirit of their work, 
made a deep impression on us. And 
you must realize that their techni- 
cal means in books and reference 
material, and even in drafting 
equipment, is of the most limited 
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kind, involving a great deal of 
improvisation. 

Another thing we noted was 
that Poland’s planners never lose 
contact with their puplic. They 
have wide access to the press to ex- 
plain their projects. Warsaw’s 
most popular illustrated weekly 
magazine is devoted almost en- 
tirely to the progress of Warsaw's 
reconstruction, as also to that of 
other cities. The public in turn 
make their point of view felt 
through their unions and consumer 
groups and their local elective 
bodies. This democratic interplay 
of ideas is a great asset in the 


formulation of standards and 
trends, 

Our visit in Poland revealed in- 
tensive creative work going on 
there. We in the planning field in 
America know very little about 
this, and this does not seem to be 
the Poles’ fault. We saw all we 
wanted to, wherever we wanted. 
Poland’s planners are eager to 
examine their problems with col- 
leagues from other countries. Our 
study in Europe this past summer, 
and especially in Poland, confirmed 
the value of developing the widest 
possible contacts internationally in 


the planning and building fields. 


More and Better Apprentices 
for the Construction Industry 


NE HEARS a good deal of talk 

about the need for more ap- 
prentices in the building trades, 
but news of active efforts in that 
direction is comparatively rare. 
Not so in Los Angeles, however. 
There they really are doing some- 
thing about it. 

The Los Angeles Chamber of 
Commerce has a Construction In- 
dustries Committee, under the gen- 
eral chairmanship of Earl T. Heit- 
schmidt. ‘This committee in turn 
has a Building Trades Committee 


on Apprenticeship—fourteen men 
from all branches of the construc- 
tion industry, including a repre- 
sentative from the City’s school 
And it has just issued a 
booklet, “Apprenticeship,” which 
develops forcefully the whole prob- 
lem and how it may be solved to 
the benefit of the apprentice, the 
contractor, the building industry 
and the public. 

Fortunately, the State of Cali- 
fornia has a statute providing for 
a Council, appointed by the Gover- 


system. 
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nor, to regulate and promote the 
welfare of industry and the ap- 
prentice. 

On the local level the program 
is implemented, controlled and su- 
pervised by committees for each 
trade, these committees including 
representation of both employers 
and employees. Upon certification 
by the committee that an appren- 
tice has satisfactorily completed the 
term of apprenticeship, the Califor- 
nia Apprenticeship Council awards 
a certificate of completion. 

Before this is done, a number of 
factors come into the picture: The 
geographical area, definition of 
what an apprentice is, his length 
of term, a graduated wage sched- 
ule, the ratio of apprentices to 
journeymen, a schedule of major 
work processes, and the required 
hours of related school instruction. 

With the average age of the 
skilled craftsman well over 50 
years lately, and the normal re- 
placement process having not func- 
tioned in recent years, due to the 
War and other causes, a larger 
supply of apprentices is sorely 
needed. This supply, being under 
the control of each trade, according 
to the California system, is in no 
danger of ever causing a glut or 
displacing competent men now at 
work, 


'The California apprenticeship 
program has been approved for 
training under both the Disabled 
Veterans Rehabilitation Act and 
the G.I. Bill of Rights. 

The Building Trades Commit- 
tee on Apprenticeship estimates 
that in 1947 about 50,000 crafts- 
men are engaged in construction 
work in the Los Angeles area. 
Eighty thousand is the expected 
peak when building reaches full 
tide. There are about 7,000 ap- 
prentices now preparing in this 
area. It is evident that many men 
are needed to become the skilled 
construction craftsmen of tomor- 
row. 

The booklet paints the picture 
as it now appears and then goes on 
to show the responsibility, and the 
rewards, that must attach to the 
employer, the apprentice, the 
schools and particularly to the em- 
ployer’s foreman, who can make 
or break the whole program. 


What Los Angeles has done 
looks good. Perhaps other cities 
may profit by its well-developed 
and effectively presented program. 
Further information may be had 
from Ken Winebrenner, Secretary, 
Construction Industries Commit- 
tee, Los Angeles Chamber of Com- 
merce. 
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Are Architects Companionable? 
By Edwin Bateman Morris 


These comments are perhaps more casual and less purposeful than 

is the wont of the JounNAL. Nevertheless, a personal note now and 

then might well occur, to bring up friendly faces and emphasize 
the human side of our many-faceted profession.—Editor. 


ANY WRITERS begin their ar- 

ticles by relating a boring in- 
cident, so the rest of it will seem 
better. I shall follow that proce- 
dure. When I was a young man— 
of course, not too many years ago— 
a friend of mine in the publishing 
business asked me (doubtless be- 
cause of my expensive architectural 
education) to write a novel. The 
raison d'etre, or theme, or pattern 
of this novel was to be to construct 
a female character with great 
charm. 

In this connection, the mind nat- 
urally goes to the thought of pleas- 
ant personal research, but it didn't 
quite work out that way. The great 
problem became to design a mascu- 
line person who would at once be 
a companion piece and a foil to this 
lady of charm. "The result was 
(showing how little we can predict 
our course) a bit of printing chiefly 
noticeable for the personality flavor 
of the man—especially as built up 
later by a very good actor in the 
movies. 

I mention this as proving noth- 


ing of great import; but as tending 
to show, contrary perhaps to gen- 
eral belief, that in the contest be- 
tween the two foremost sexes, men, 
insofar as companionability and in- 
terest is concerned, are a very close 
second. 

In a recent trip around Mr. 
Truman’s Atlantic-to-Pacific do- 
man, Í had occasion to meet many 
architects and to give attention to 
their friendliness and companion- 
ability; perhaps greatly influenced 
by the fact that their interests 
paralleled mine, and that their 
thinking lay in channels with which 
I was familiar. At any rate, as I 
looked around at the various meet- 
ings, I found myself thinking, 
“Here are the best.” 

I look back with joy upon a gath- 
ering at Williamsburg, Virginia. 
Ted Coe, Louis Justement and 
Henry Saylor (I hope the Editor 
will not bluepencil this last) were 
present, to make sure of its pleas- 
ant flavor. Julian Berla, a nice 
person to have around always, was 
even more entertaining than usual, 
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purring amidst this restoration that 
he could of course scarcely call it 
architecture, but it had a faintly 
soothing taste, like a sweet but un- 
doubtedly indigestible architectural 
biscuit Tortont. 

The young Marcellus Wright of 
Richmond, carrying the charm and 
grace of his father; George Van 
Leeuwen of Norfolk; Byron Wil- 
liams of Newport News, president 
of the Virginia Chapter; William 
Dewey Foster, returned from Red- 
Crossing in Calcutta; and Edmund 
Campbell, Dean of Architecture at 
Virginia—built up an interesting 
scene. 

Also of interest, the party was 
made smooth by the presence of 
wives. The presence of architects’ 
wives at such occasions always 
brings out the best in the wives. 
After Williamsburg I began to 
think a great deal about the friend- 
liness of architects. 

One of the most interesting fea- 
tures of architecture is, I decided, 
the architects. Of course that is a 
sentimental build-up—the thought 
that ability to express personality 
in a building carries with it a per- 
sonality that must shine through 
all ordinary acts and talk. 

I could mention a long list of 
architects recently met to prove 
this premise. Perhaps a few, if 


you will bear with me. Important 
in the list, as having given long 
steady years to the profession, 
would be Gerrit de Gelleke of Mil- 
waukee, who has been for fifty 
years in the active practice of archi- 
tecture, and is still alert, still in- 
terested in the unfolding of life. 

Another person in Milwaukee 
definitely interested in the unfold- 
ing of life, ready to seize life ge- 
nially by the hand or to slap it on 
the back, is William G. Herbst, a 
fine architect and a happy person- 
ality. When I said to him, “I am 
Edwin Morris,” he exclaimed, 
“Congratulations!” — perhaps the 
top in absurd comment on that 
situation. When later I was try- 
ing to tell a story, his laugh was 
so infectious that I erroneously 
thought for a moment that I might 
have said something good. Such 
mercurial spirits make one decide 
all over again to go on living. 

In Milwaukee is the firm of 
Eschweiler and Eschweiler, sons 
of a father architect. One of them, 
Ted, is president of the Milwau- 
kee Chapter. They have added, 
as a secondary adjunct to the prac- 
tice of architecture, aviation, One 
of them has, the other is obtaining, 
a pilots license. The former, on 
the day before I met him, had 
flown to three distant jobs between 
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breakfast and dinner—a task which 
would otherwise have taken two or 
three days. Next a machine to 
transform sketches into working 
drawings. 


In Chicago we met Hubert 
Burnham, silver-haired, urbane, a 
fine person to carry that name. No 
one could help liking Howard 
Cheney, who was present; and 
William J. Smith, a powerhouse 
of energy and drive—I wish I 
could bargain with him to share 
some of it. 

Harold Smith, president of the 
Illinois Society of Architects, is an 
easy entertaining person, whose un- 
assuming manner is, I think, a 
camouflage for much horsepower 
and momentum. John Cromelin, 
president of the Chicago Chapter, 
came late to the meeting, and un- 
fortunately the opportunity to visit 
with him, even momentarily, did 
not arise. 

An old friend, Pierre Blouke, 
who had in the early ’thirties done 
a good steadying job in the Home 
Owners’ Corporation, was present, 
very much the same as ever, pleas- 
ant, composed, friendly. Harold 
McEldowney, of the Chicago zone 
of the University of Illinois, who 
conducts a large architectural 
school for the University in Chi- 


cago, talked to me a little about his 
work. 

A reminder of possible creeping 
up of age came as there appeared 
Leo Weissenborn, whom I had not 
seen except for one fleeting occa- 
sion since—oh, well, never mind. 
More bringing up of the tempus- 
fugiting idea occurred in other cit- 
ies, notably in San Francisco, where 
I discovered Eddie French and 
Irving Brown, both reminiscent of 
the easy middle ’twenties in Wash- 
ington. 

In Chicago also were the two 
Palmers, Gerald and H. L.; Harry 
Carter, and ‘Thomas Edward 
Cooke. Particularly stimulating 
was Paul Gerhardt, calm and un- 
ги ей, one of the pillars—no, 
that’s traditional phraseology—one 
of the Lally columns—of The 
American Institute. 

Through traveling faster than 
mail which was trying to overtake 
me, I was unfortunate enough to 
miss seeing John Gaw Meem at 
Santa Fé. In San Francisco the 
gathering of architects was bril- 
liant and exciting—another occa- 
sion where architects were accom- 
panied by their wives. The meet- 
ing was at a nice dinner-dancing 
room at the Mark Hopkins Hotel, 
which is right on the top of the 
famous Nob Hill, reached by a 
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street with, conservatively speak- 
ing, a 55% grade. Temple Dick, 
one of the regional directors of 
the F.H.A., and his lovely wife, 
Margot, did most of the arranging 
of the affair for me. 

Mario Corbett and his wife also 
were there. Corbett is not related 
to Harvey Wiley Corbett, though 
his father was at the Beaux-Arts 
with Harvey Wiley—the French 
differentiating by the term le grand 
Corbett for the one and le petit 
Corbett for the other. 

Mrs. Mario Corbett wore an in- 
teresting off-the-shoulder dress, in- 
triguingly made from a Japanese 
kimona, very colorful and pleasant. 
Perhaps one should not bring up 
this matter, though it is in the 
functional spirit of the times. Her 
family apparently had had some 
doubts, viewing the dress, as to 
structural stability, fearing perhaps 
a superlative degree of the adjec- 
tive off-the-shoulder. But she was 
calm, feeling that all stresses and 
strains and factors of safety had 
been given full consideration. And, 
as it turned out, she was correct. 

Present also were Joseph Stein 
and landscape architect Royston. 
The former is the architect of the 
much-publicized housing project 
“Ladera,” adjoining Stanford Uni- 
versity at Palo Alto, for which 


Royston is doing the landscaping. 
The drawings for this project of 
nearly 400 houses are now nearly 
ready. It is underwritten by the 
future owners of the individual 
houses, each covenanting to pay the 
cost of his own property, the ad- 
vantage lying in mass design and 
mass construction. It will be an 
interesting project to watch, for 
financial saving and over-all archi- 
tectural and planning results. 

I stayed for a while in Hayward, 
a community south of Oakland, 
which serves as a part of the 
San Francisco-Oakland bedroom 
scheme. George Simonds, practis- 
ing in Oakland, lives in Hayward. 
I had an interesting talk with him, 
touching on the palette of materials 
available in this climate, which is 
interestingly different from the 
Eastern one, there being not too 
much icy finger of winter in San 
Francisco. 

I am reminded of something that 
happened in Chicago. In some 
facetious discussion as to whether 
sirloin steak could be palatably 
cooked in a tile tunnel kiln, I said 
I thought if the food were prepared 
as Wes Bessell of New York used 
to prepare it for broiling, very 
thickly covered with salt, it might 
be a possibility. Charles Nichol, 
president of the Chicago Building 
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Congress, asked me whether in us- 
ing the past tense, I meant Bessell 
was dead— а somewhat absurd 
premise, Bessell being indestruct- 
ible. 

I should like to speak of many 
more of these architects whose 
paths crossed mine, but I'm afraid 
the Editor might pull the paper- 
shortage on me. Before he bangs 
the gavel, however, may I mention 
interesting friendships built up 
with John Jacoby in Milwaukee, 
and Powell Hall, of Jackson, Mis- 
sissippi. Also on my list are Orestis 
Maltos, an architect from Athens, 
Greece; P. L. Varna and K. G. 
Bhato, of Simla and Poona, re- 
spectively, in far-off India. 

In Los Angeles there was a nice 
gathering of architects, who en- 
tered into a good-humored discus- 
sion of the architectural trend, at 
times flaring up into excited opin- 
ion-stating. I was impressed by 
the logical thought processes of 
Richard Neutra, the intense though 
smiling comment of Pierpont 
Davis, the ahead-of-the-procession 
musings of Sumner Spaulding. 

Dave Allison led the talk, shap- 
ing it into a pattern. I liked Ralph 
Flewelling, and Adrian Wilson, 
who is a calm and pleasantly firm 
person. Collectively they had an 
interesting point of view, and I 


have come to believe it is the gen- 
eral slant taken by architects; that 
architecture to be architecture must 


be designed as the architect wants 


it, the ultimate onlookers to take 
it as it comes, liking it if they wish, 
turning the head if they do not 
like it. 

The feeling is that there exists 
in the surrounding air and ether 
waves an intangible chunk of taste, 
which the architect in his mood of 
inspiration grasps and transmutes 
into tangible form. If this results 
in Taste made real, there has been 
accomplished something of intrinsic 
value. 

A pleasant and exciting point of 
view! I have felt that architecture 
should refer itself to its public, 
checking always as to reception of 
the message by the onlookers. I 
have almost come to believe, now, 
that that may be too mundane, too 
heavy-footed for architects, though 
I still feel its strong advantages. 

I feel its strong advantages be- 
cause, though architecture is an 
immensely practical profession, a 
contest against the elements and all 
the forces of Nature, yet that last 
step—its form, its texture, its ulti- 
mate aspect—is concerned with the 
fine imaginings of taste. If those 
imaginings are too fine-drawn, they 
may miss and be not understood; 
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that would be the only reason for 
any referendum—to see if the ideas 
went over. 

I laughed at Pierpont Davis, 
who fleetingly was with the War 
Department in Washington; Paul 
Hunter, getting back to the pure 
light of architecture, spoke of the 
appeal of the Parthenon; and Da- 
vis, completing a remark to some- 
one else and listening with half an 
ear, stated that he appreciated those 
kind words since he was one of the 
designers of the Pentagon. 


While in Los Angeles, Dave 
Allison took me around and about. 
Dave and I used to be actors. 
When we were in college we were 
in a play together. He had made 
himself up into one of the most re- 
pulsive characters I have ever met. 
I still see him with that flat derby 
hat and the blacked-out front 
tooth. 

We paused for a moment at 
Hollywood and Vine, in sight of 
the Brown Derby, the hallowed 
spot reputed to be the “center of 
the world ;" went оп to the campus 
of U.C.L.A. Allison is Supervis- 
ing Architect of the University, 
though about to resign, and his 


wisdom and foresight have been of 
great value to the institution. 

There is still evidence of a curi- 
ous deep gully (you're correct — 
arroyo) which used to split the 
campus as effectively as if by a 
body of water. Confronted by the 
problem of great expansion, Alli- 
son suggested leveling off some of 
the high ground and dropping it 
into this arroyo. He ran counter 
to sentiment of long standing; but 
gentle though firm pressure suc- 
ceeded in having this done, thus 
providing a vast expanse of addi- 
tional campus, suitable for build- 
ing. 

Therein mayhap lies the secret 
of the architects’ personal charm, 
if I am correct in the assumption 
that it does exist. Their spirit soars 
aloft, borne on the wings of fancy 
and inspiration, yet most of the 
time they must tread the ground 
firmly, keeping head level and 
tongue disciplined to diplomacy, 
tact and sound reasoning. 

The mercurial spirit is there, 
tempered and rationalized by an 
understanding of life and the prob- 
lems of living. If my assumption 
is correct. 


“Our furniture, our rooms, our factories, our schools, 
our hospitals, our parks suffer from a long overdue need 
for a braver use of color.’—-Gyorcy КЕРЕЗ. 
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Architectural Education 
By William W. Wurster 


DEAN OF ARCHITECTURE AND PLANNING, M.LT. 


A talk before The Architectural League of New York, November 6, 1947 


Е" YEARS AGO it was my 
privilege to talk in this room, 
and you gave me a warm reception 
even though my words had in 
great measure a criticism of The 
American Institute of Architects. 

Now, those four years later, I 
am back to talk on Architectural 
Education, a complicated subject to 
which I certainly have not risen in 
mastery in this brief period. The 
attempt to voice, with exactness, 
just what constitute educational 
objectives is particularly close to 
me as we have just completed a 
bulletin which is the report of our 
School to its graduates. The lay- 
out of the bulletin is by Gyorgy 
Kepes and the text is by Henry- 
Russell Hitchcock, based upon the 
notes by members of the staff. In 
this document a more complete and 
polished job has been done than 
I will be able to do, even though 
I am leaning heavily upon it for 
this talk. 

So much by way of introduction. 

M.I.T. always seems to me to 
be one of the products of the indus- 
trial revolution, opening its doors 


in 1865. Architecture was here 
from the start and was not grafted 
to a parent stem. On the opening 
day there were ten professors in 
the Institute and one of them was 
William Robert Ware, a graduate 
of Harvard College, who had 
come by his architecture in offices 
of that day. He turned for his 
model to the Beaux-Arts rather 
than to the other young technical 
schools of Europe, thus possibly 
deepening the split between the 
architects and engineers. It is idle 
fancy now to ask what would have 
happened if the decision had been 
otherwise. 

Educational objectives and edu- 
cational tools must not be regarded 
as having complete separation, yet 
to blur and confuse them is to be 
equally at fault, and this confusion 
is very commonly entered into. 

Let us grant that the objectives 
form the core of education. This 
operates not merely in the pres- 
ent but far more significantly in 
the future. Professional education 
tries to discover and develop prin- 
ciples of more than merely tem- 
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porary validity. These principles 
must be so presented that they will 
grow and transform themselves in 
the minds of the graduates rather 
than be discarded as out-of-date 
when the graduates reach full 
professional maturity. We realize, 
as a principle, that the artist’s crea- 
tive power in form and expression 
can hardly be inculcated, though 
it can be recognized, stimulated 
and encouraged. Moreover the 
twentieth century stigmatizes as 
academic the assumption of many 
earlier ages that absolute rules of 
art can be codified and students in- 
doctrinated in the one and only 
true path. We realize, too, that 
the education must be broad, but 
not thin, that it must be deep, but 
not narrow. The above seems 
brief to contain within its few 
sentences the major goal of educa- 
tion, but such to me seems to be 
the case. 

When we come to educational 
tools we are at another level and 
one much easier to hold for sharp 
scrutiny. Here, too, we touch the 
easiest aspect of schooling. It per- 
tains to skills and knowledge, while 
objectives pertain to wisdom. 

We are at the subjects which 
are ready for argument. But before 
we argue let me stress again that 
these skills, no matter how impor- 


tant, should never be allowed to 
stand in the way of objectives. 

I would hold that architecture is 
a social art before it is a fine art. 
It is a social art because it is for 
people—it keeps out the rain and 
the cold; it stands steady to the 
elements. To be successful in its 
full sense it must do it beautifully, 
and when it does it is fine art. 

We are at a point where archi- 
tecture is broadening its base. 
When it first considers: Should 
it build in that location? Will it 
be economically sound? Should it 
be temporary?—this means we 
have added the skills of social re- 
search, political science and eco- 
nomic studies to those of the build- 
ing of the structure itself, This 
implies teamwork and cooperation 
rather than the lone song of an 
individual. 

All of this has a marked influ- 
ence on educational process. We 
no longer stress the facet of indi- 
vidualism above all things. We 
have open juries at which the stu- 
dent presents his work. The stu- 
dents form in teams, and there is 
some attempt to solve the unpopu- 
lar theme so that all plans re- 
ceive a just hearing. 

I will not go into detail upon 
the apportionment of the time 
spent on various subjects at M.I.'T. 
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Our exhibit does that. It is proper 
to mention that we feel the core— 
the educational objectives—is at 
one with other schools. 

I like to think of the staff and 
subjects as a stream which is flow- 
ing by the students for them to dip 
in, each as his talent allows. As 
the student grows stronger he can 
be more venturesome. The best 
should be able to plunge in. 

The tools should and must be 
different in different places. There 
are schools which are mainly re- 
gional and others which are na- 
tional and even international. Some 
are nested in Schools of Fine Arts, 
some in engineering and others are 
quite independent or team up with 


landscape architecture and city 
planning. In such cases the stress 
at the periphery is quite different. 

As a practising architect I can 
best phrase it as follows: When a 
hillside is given to me on which to 
place a house, I embrace it and do 
not long for a site on a meadow; 
and conversely, when a site comes 
on a meadow I embrace it and do 
not long for the hillside. So it is 
with education; embrace and de- 
velop your conditions— Бе they 
urban, use the city; be they rural, 
use the countryside. In a word, 
see clearly and develop with sin- 
cerity those things which then be- 
come an integral part of the major 
structure. 


Available Traveling Fellowships 


The Rome Prize Fellowships 


Hoe FELLOWSHIPS for 
mature students and artists 
capable of doing independent work 
in architecture, landscape architec- 
ture, musical composition, painting, 
sculpture, history of art, and clas- 
sical studies have been announced 
by the American Academy in 
Rome. 

These Fellowships will be 
awarded on evidence of ability 
and achievement, and are open to 
any citizen of the United States 


for one year beginning October 1, 
1948, with a possibility of re- 
newal. Each Fellowship carries a 
stipend of $1,250 a year, transpor- 
tation to and from Rome, studio 
space, residence at the Academy if 
desired, and an additional travel 
allowance depending on costs in 
Europe. The total estimated value 
of each Fellowship is about $3,000. 

In the words of James Kellum 
Smith, r.A.ra., President of the 
Board of 'Trustees, it is the hope 
that Fellows will gain “а broad 
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human understanding, so that they 
may return to America, not with 
the thought of imitating the great 
art of the past, but with a power 
that will enable them to interpret 
freely and naturally the life of 
their own times in their own 
country.” 

All applications must be received 
by February 1, 1948. Requests for 
details should be addressed to the 
Executive Secretary, American 
Academy in Rome, 101 Park Ave- 
nue, New York 17, N.Y. 


The James Harrison Steedman 
Memorial Fellowship 
Are a lapse of five years the 
seventeenth competition for 
this Fellowship will be held in the 
spring of 1948. It is open to all 
graduates in architecture of accred- 
ited architectural schools of the 
U. S. A. 

'The winner is selected by a fif- 
teen-hour competition ez loge, to 
be held February 14, 1948, at St. 
Louis. 

'The Steedman Fellow is ex- 
pected to spend not less than twelve 
months abroad in study and travel 
in fulfillment of a plan of archi- 
tectural research. The award has 
been augmented to $3,000, instead 
of $1,500 offered in 1942. This 
prize will be offered annually un- 


` 


til the accumulated surplus in the 
fund has been absorbed, after 
which it will be offered only in al- 
ternate years. 

Details and application blanks 
may be had from the chairman of 
the Department of Architecture, 
Washington University, St. Louis, 
Mo. Applications properly filled 
out must be returned not later than 


January 31, 1948. 


The Lloyd Warren Scholarship 


NY CITIZEN of U. 5. А. who 
will be under 30 years of 
age prior to July 1, 1948 is eligi- 
ble to compete for the Lloyd War- 
ren Scholarship, provided he has 
obtained or is scheduled to obtain 
his degree in architecture next 
June; or who is able to submit an 
affidavit stating that he has the 
equivalent in practical experience. 
All interested and qualified com- 
petitors should send notification of 
their intention to compete not later 
than January 15, 1948 to the 
Lloyd Warren Scholarship Com- 
mittee, 304 East 44th Street, New 
York 17, N. Y., giving the name 
of the supervisor or head of school 
through whom arrangements for 
holding exercises and delivery of 
programs can be made. 


The stipend is $5,000, and the 
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purpose is for architectural study 
and travel of over 18 consecutive 
months, of which approximately 
one year should be spent in France 
and other European countries. 


The LeBrun Traveling Scholarship 


^HE New York Chapter, 
А.Т.А., announces the first 
post-war LeBrun Competition. 


This traveling scholarship, found- 
ed in 1910 by Pierre LeBrun, was 
of necessity suspended during the 
war. In former years the amount 
offered was $1400. The 1948 scho- 
larship will carry a stipend of 
$2800, to cover a minimum of 
six months’ travel outside the 
United States. 

The subject of this year’s com- 
petition concerns public health ser- 
vices. Harvey Stevenson, chair- 
man of the committee in charge, in 
announcing the scholarship ex- 
pressed the hope that the winner 
will engage in a certain amount of 
public health research in this coun- 
try to supplement his travels 
abroad. 

Competitors must be nominated 
by members of The American In- 
stitute of Architects who must 
certify that the nominee is a resi- 
dent citizen of the United States 
not under 23 or over 37 years of 
age at the date of issuance of the 


program, that he has had at least 
three years of active practice as 
an architect or architectural drafts- 
man and that he has not been the 
reciplent of any other traveling 
scholarship. 

Nomination blanks may be ob- 
tained from the New York Chap- 
ter of The Institute at 115 East 
40th Street, New York 16, N.Y. 
and must be on file before January 
26, 1948. The program of the 
competition will be available on 
January 15th and will be issued to 
qualified nominees up to and in- 
cluding February 2. 'The closing 
date for shipment of competition 
drawings is March 31. 


The Lowell M. Palmer Fellowship 
URPOSE: To enable a student 
of unusual promise to under- 

take advanced study of architecture 

at Princeton. The Palmer Fellow 
is exempt from tuition fees, and 
will receive a stipend of $700 dur- 
ing his year of residence at Prince- 
ton. Applicants must hold a Bach- 
elor's degree, must be citizens of 
the U. S. A., less than 27 years 
of age on October 1, 1948. Appli- 
cations, with supporting documents, 
due March 1, 1948. For blanks 
and details address the Secretary, 
School of Architecture, Princeton 
University, Princeton, N. J. 
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Architects Read and Write 


Letters from readers—discussion, argu- 
mentative, corrective, even vituperative. 


Havinc Fun 
By Еосеме W. Dykes, Canton, Ohio 


HOPE you will find time to pass 

this on to Edward Steese who 
took five precious pages from the 
October JOURNAL crying the blues 
that he has no understanding of 
contemporary architecture. His 
argument was based entirely on the 


premise that, since things weren’t 
as he would do them, they couldn’t 
possibly be fun. 

My question to Mr. Steese: 
How do you know we don’t have 
fun? With or without French 
curves, we do. 


“ARCHITECTURE AND THE Авт OF MEDICINE” 
By Goprrey Росст, Elizabeth, М. J. 


T was with great interest and 
I appreciation that I read the ac- 
count in the October issue of the 
JOURNAL of Dean Hudnut’s ad- 
dress before the Third Ann Ar- 
bor Conference on Hospital plan- 
ning. 

His address was a masterpiece, 
and I hope every member of The 
Institute read the article in its en- 
tirety. Out of it can be gleaned 
many lessons and, if followed 
through in a practical manner, 
should become productive of great- 
ly improved conditions in future 
architectural practice. 

In the first place, Dean Hud- 
nut’s recital of his experience with 
his friend the hospital manager, 
who planned a hospital without 
the services of an architect, clearly 
shows the trend of the times, and 
is but one of many current ex- 


amples thereof. Every practising 
architect knows this and is now 
finding himself too frequently 
looked upon as "the fifth wheel 
to the cart." 

Then again the good Dean 
stated: “Of all the arts, architec- 
ture has suffered most from this 
disintegration of culture.” Here 
again he hit the nail squarely on 
the head. This it would seem in- 
dicates still another trend, i.e., As 
the culture and aristocracy of the 
public decreases, its appreciation 
of the cultural value of the archi- 
tect also decreases and in like pro- 
portion. In short, correct architec- 
tural design is now largely over 
the heads of the people, and the 
practice of engineering is accord- 
ingly in the ascendency. 

Many other lessons, as well, can 
be learned from the Dean’s ad- 
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dress, but "sufficient unto the day 
is the evil thereof." The question 


therefore arises, What are we go- 
ing to do about it? 


Tue “LytTcHFIELD” House 


By Егвстоѕ D. LITCHFIELD, F.A.LA., New York 


үү“ тг Thomas U. Walters 
or the JOURNAL staff who 
was responsible for spelling my 
grandfather's name "Lytchfield" 
in the interesting story of Richard 
Upjohn? [Dec. 47 Journat]. I 
knew that he had designed two 
houses for my grandfather—one of 
which burned down during con- 
struction and was not rebuilt, and 
the other which was my grand- 
father's home during my early 
youth. 


I have always been a bit "stuck 


up" to think that he had the wis- 
dom, to say nothing of the where- 
withal, to employ the leading archi- 
tect of the day. It was quite a 
house, and with its stables and the 
house which my grandfather built 
for my aunt, it formed an interest- 
ing composition. It was built of 
brownstone, the fashionable new 
material of the period, in a modi- 
fied Renaissance style, and ac- 
cording to my eldest sister, con- 
tained the unbelievable number, 
for those days, of six bathrooms. 


Herp! 
By Tom VANDEVELLE, Grosse Point, Michigan 


RCHITECTURAL engineering, 
A the profession of Architec- 
ture, call it what you may, is on the 
decline! І believe that within 
the next 50 years all the archi- 
tects with any ingenuity will be 
gone, leaving only school-taught 
inexperienced architects. This 
situation will arise from today’s 
need of experienced architectural 
draftsmen. All the want ads and 
interviews stress the question, “Are 
you experienced ?", which usually 
means four to ten years! previous 
work. 

'The architects of the past gave 
time to helping young  inex- 


perienced men along. Those young, 
inexperienced men are the archi- 
tects of today, but you would not 
know it! They surely do not 
follow in their predecessors’ foot- 
steps, I am sorry to say. I suppose 
they think the knowledge they 
possess, which literally has been 
passed down for centuries, has 
come to its conclusion. If this is 
their idea, they are obviously not 
fitted to the title of architect. As 
long as there are people on this 
earth they will need architects to 
design bigger and better buildings 
for them. If the architects of to- 
day would realize this, they would 
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more than likely, be eager and 
willing to further the efforts of the 
promising young architectural en- 
gineer. 


There are two excuses that 
architect-employers usually give 
to young beginners for not hiring 
them. These are: 1) they are too 
busy to devote any time to helping 
him, and 2) they have not enough 
money to waste on a beginner. If 
an architect is silly enough to use 
these two excuses together, it is 
quite evident that he is lying for, 
if he is busy in this age of high 
wages, he surely is making more 
money than ever before, and to 
spend a little of it on a promising 
beginner would not bankrupt him. 
It may help him in the long run, 
for the young man may in time be- 
come a valuable man in the office. 


Also the majority of the young 
men are not asking two or three 
dollars an hour, but only a small 
amount as pay so that they can 
cover some of their expenses. 

Many of the beginners, who are 
really interested, do know some- 
thing about the job; therefore, 
they can be put on some small jobs 
at first, which would be of help 
and would not need constant 
supervision. Later, as they learn 
by studying, they can be given 
more vital jobs. If a system such 
as this were used, the interested 
young men would not take long 
to become excellent architectural 
draftsmen. 

'The architectural profession to- 
day is based on a high standard 
but if new men are not broken in 
soon, tomorrow's grade may turn 
out very low. 


Architectural Instructors Needed 


ADDITIONAL INSTRUCTORS in 
Architectural Design and related 
courses are needed at the schools of 
architecture for the Spring and 
Fall Semesters. Those interested in 
a career in the teaching profession 


should apply to Professor Paul 
Weigel, Chairman of the Commit- 
tee on Employment of the Associa- 
tion of Collegiate Schools of Ar- 
chitecture, Kansas State College, 
Manhattan, Kansas. 


An Appeal from Hungary 


NOTHER PLEA for help from 
A ravaged Europe comes from 
the Technical Department of the 
Hungarian Ministry of Education. 
The need is specifically for archi- 


tectural drawings showing the con- 
struction of schools and buildings 
for educational, research, exhibi- 
tion and similar purposes. The plea 
follows: 
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“As you are sure to know, Hun- 
gary’s school buildings have suf- 
fered heavy damages during this 
war, as they were mostly used by 
the different troops for military 
purposes. Hungary is furthermore 
introducing a new type of school, 
called the “general school,” neces- 
sitating the building of some 5000 
new classrooms. This great work 
will be an achievement of the new 
Hungarian democracy, quite out- 
standing in the history of this coun- 
try, and therefore without prece- 
dents: this, however, means also 
that—at least for the time being— 
we will not be able to give you any 


similar exchange material. It is, 
however, the wish of the compe- 
tent Hungarian authorities that 
the most up-to-date methods be 
followed in the location of the 
aforesaid institutions, as well as in 
that of lower-grade, middle and 
higher collections, special attention 
being naturally given to agricul- 
tural schools. 

“Tt would be very kind of you 
if you could assist us in this im- 
portant matter; blueprints, period- 
icals, books, pamphlets, etc., would 
all greatly contribute to the future 
development of the Hungarian ed- 
ucational system.” 


Honors 


Joun TAYLOR ARMS, HON. 
A.I.A., has been elected one of the 
three new members of the Ameri- 
can Academy of Arts and Letters. 


To Matruew Госкиазсн, Di- 
rector of General Electric Com- 
pany’s Lighting Research Labora- 
tory, the Gold Medal of the Illum- 
inating Engineering Society. ‘This 
supreme honor of the Society is 
awarded in recognition of “тегі- 
torious achievement which has con- 
spicuously furthered the art or 
knowledge of Illuminating Engi- 
neering.” 


To FREDERICK HUDSON ECKER 
is awarded the annual gold medal 
of the Hundred Year Association 
of New York for his achievements 
in the field of better housing. Mr. 
Ecker, now 80 years old, has been 
the spearpoint of Metropolitan 
Life Insurance Company’s build- 
ing for many years. 


Mauonrt M. Youna, sculp- 
tor, has been elected as one of the 
three new members in the 1947 
elevation from the National Insti- 
tute of Arts and Letters. 
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Books & Bulletins 


AMERICAN MiRAcLE. By Van 
Rensselaer Sill. 318 pp. 6” x 
9%”. New York: 1947: The 
Odyssey Press. $4. 


A thrilling account of America’s 
achievements in construction dur- 
ing World War II, at home and 
around the world. 


SCHWEIZER HoLZHAUSER AUS 
DEN FAHREN, 1920-1940. By 
Paul Artaria. 128 pp. 612" x 
9". Basel: 1947: Wepf & Co. 
10 fr. 


Switzerland’s dwellings of wood 
construction, with many plans, sec- 
tions and photographs. 


BYZANTINE Lecacy. By Cecil 
Stewart. 202 pp. 712" x 10". 
London: 1947: George Allen & 
Unwin, Ltd. (Imported by 
'The Macmillan Co.). $7. 

A lecturer on medieval history 
at the Architectural Association 
records, in his own drawings, pho- 
tographs and anecdotal text, his en- 
thusiastic impressions while on a 
pilgrimage before the war through 
Northern Greece to Athos and 
Constantinople, and through the 
Peloponnese to Sicily and Italy. 


Your Sorar House. Maron J. 
Simon, Editor. 128 pp. 934” x 


13”. New York: 1947: Simon 
& Schuster. $3. ($1 in paper 
covers), 


An architect in each state of the 
union was commissioned by Lib- 
bey-Owens-Ford Glass Company 


to design a house for his local re- 
gion, these architects being selected 
through an elaborate scheme 
of nominations by a jury. The 
roster of 49 architects is particu- 
larly impressive, and their widely 
differing solutions lend encourage- 
ment to the hope that regional 
considerations are going to have 
more and more to say about what 


we shall build. 


HosPrrAL CARE IN THE UNITED 
STATES. Ву the Commission on 
Hospital Care. 656 pp. 6” x 
9%”. New York: 1947: The 
Commonwealth Fund. $4.50. 


The Commission, established in 
October 1944 by the American 
Hospital Association, has been most 
concerned with how to get ade- 
quate hospitalization to more peo- 
ple. Architects designing hospital 
buildings will find the book of 
value in preliminary analytical 
study. 


Ам ALPHABET Source Book. By 
Oscar Ogg. 200 pp. 9” x 1134”. 
New York: 1947: Dover Pub- 
lications. $3.95. 


Another welcome addition to 
the literature of lettering as a fine 
art. 


THE PERMANENT HEADQUAR- 
TERS OF THE UNITED NATIONS. 
A report to the General Assem- 
bly by the Secretary-General. 98 
рр. 8" x 1214". Lake Success, 
N. Y.: 1947: United Nations. 
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(Columbia University Press has 
published an edition of this work 
at $2.50.) 

The findings of the Director of 
Planning, Wallace K. Harrison 
and the Board of Design Consult- 
ants. One gets the impression that 
no architect of the notable galaxy 
conceived the answer—the needs 
and anticipated functions them- 
selves led inevitably to the plan 
and could not be denied. 


TIME-SAVER STANDARDS. А Man- 
ual of Essential Architectural 
Data. 656 pp. 812" x 11”. 
New York: 1947: F. W. Dodge 
Corp. $12. 

An assembly of these well- 
known graphic aids, from their 
first appearance in T'he American 
Architect and throughout the ten 
years in which the latter magazine 
was absorbed in the Architectural 
Record. A full index is provided. 


Calendar 


January 10, 11: Annual Meet- 
ing of the American Institute of 
Planners, La Salle Hotel, Chicago. 

January 12-16: Second National 
Materials Handling Exposition in 
the Public Auditorium, Cleveland, 
Ohio. 

February 2-6: Eighth Interna- 
tional Heating and Ventilating 
Exposition, Grand Central Palace, 
New York. 

March 15-19: Sixteenth An- 
nual Meeting and Sixth Annual In- 
dustrial Exposition of the Ameri- 
can Society of Tool Engineers, 
Cleveland, Ohio. 

March 22-24: Chicago Techni- 
cal Conference, sponsored by fifty- 
one societies affliated with the 
Chicago Technical Societies Coun- 
cil, Stevens Hotel, Chicago. 

March: Cold Cathode Fluores- 
cent Lighting Exhibit postponed 
from October 1947, Hotel Com- 
modore, New York City. Specific 
dates, early in March, to be an- 
nounced later. 


May 27-30: Annual Confer- 
ence of the R.I.B.A., to which 
A.I.A. members expecting to be in 
Europe are invited, Liverpool. 


June 20-25: Eightieth Conven- 
tion of The American Institute of 
Architects, Salt Lake City, Utah. 


June 26: Formal Constitu- 
tive Assembly uniting Le Comité 
Permanent International des Ar- 
chitectes (C.P.I.A.) and the Re- 
unions Internationales des Archi- 
tectes (R.I.A.) Lausanne, Swit- 
zerland. 

June 29: First International 
Congress of Union Internationale 
des Architectes, Lausanne, Swit- 
zerland. 

September 20-24: Annual Tech- 
nical Conference of the Illuminat- 
ing Engineering Society, Hotel 
Statler, Boston. 

September 20-24: Fiftieth An- 


niversary Convention, American 
Hospital Association, Atlantic 
City, N. J 
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The Editor’s Asides 


Eric ARTHUR, F.R.A.I.C., Editor 
of the Royal Architectural Insti- 
tute of Canada Journal, beats us 
to an editorial comment that has 
long been gestating in our so-called 
mind. He deplores this genera- 
tion’s treatment of the word 
“home,” particularly in the de- 
basing substitution of it for the 
word "house": 

“There is no more significant or 
personal word in the language than 
the word ‘home,’ and to vulgarize 
and commercialize it by such terms 
as ‘$5,000 home,’ ‘insulated home,’ 
‘prefabricated home’ or ‘radiant 
heated home’ is surely a sin against 
the English language . . . Probably, 
the first person to use the word 
home in its new crude commercial 
sense was a real estate salesman. 
We can see him, with his clients, 
before a quite unsalable specula- 
tive builder's house; a house that 
lacked charm and convenience, and 
the cost was probably high. The 
salesman then had the brilliant 
idea of vesting in a pile of bricks 
and mortar something personal, in- 
timate desirable and irresistible. 
He offered for the first time in our 
language and history, a home for 
sale. Since then his brethren have 
seen the commercial possibilities 


of the word. The interior decora- 
tors have seized on it, and those 
who traffic in the dead have 
reached the ultimate in its com- 
mercial exploitation—the 'funeral 
home’.” 

With his characteristic tact Eric 
Arthur does not mention U. S. 
Governmental bureau titles, but, 
having no such inhibition, we point 
with shame to: “Ноте Loan Bank 


Board," “Home Owners’ Loan 
Corporation,” ‘Defense Homes 
Corporation,” “Housing and 


Home Finance Agency.” 
Well, it is some satisfaction that 
no one has yet tried to debase the 


White House, the House of Rep- 
resentatives, or the House of God. 


Ir was, I think, Buckminster 
Fuller who first started this com- 
parison of houses with automobiles 
on the basis of price per pound. 
Bucky had a rational idea behind 
his contention that a completely 
prefabricated Dymaxion house 
might bring about a more nearly 
balanced ratio of weight and cost 
between the house and the car. But 
now a former president of the Na- 
tional Retail Lumber Dealers’ As- 
sociation points out that a 90,000- 
Ib. conventional house is now being 
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sold in his locality for $9,000, or 
10c a pound; whereas an automo- 
bile weighing 3,170 lbs. sells for 
$1,273, or 40c a pound. 

So what? I wonder if he is try- 
ing to prove that the assembly line 
principle is uneconomical. 


SOMEONE ASKED the U. N. 
Director of Planning, Wallace K. 
Harrison, why the international 
planning group felt that the slab- 
like skyscrapers and the low inter- 
vening buildings were attractive. 
Harrison’s answer: “Just what 
kind of architecture are we sure is 
attractive?” 


IN THESE DAYS of concern with 
tense international relations, star- 
vation abroad, inflation here at 
home and the coming of a new 
comet, we can hardly expect much 
attention to the news that Charles 
Klauder’s Cathedral of Learning 
in Pittsburgh has been struck by 
lightning. But this was no ordi- 
nary bolt. It seems to have been 
the mightiest ever recorded. The 
stroke consisted of five separate 
surges, at least one of which con- 
tained an estimated 345,000 am- 
peres of electricity. It was recorded 
on special instruments installed 
as part of a Westinghouse research 
program. The bolt struck a mast 


mounted on the roof, 535’ above 
the ground, and traveled down the 
mast and at least two of the four 
guy wires that held it in place. 
The tower itself suffered no dam- 
age, as the lightning traveled to 
the ground through the steel frame. 
The most powerful bolt previously 
recorded was а 160,000-ampere 
stroke in 1941 upon the 585’ 
smelter stack at Butte, Montana. 


SINCE MAN INVENTED MOVABLE 
TYPE, the invention persists in get- 
ting out of hand. The letters say 
things that are not in the writer’s 
mind. In the December JOURNAL, 
under the heading of “The Gov- 
ernment's Housing and Home Fi- 
nance Agency,” the type made us 
mention the three constituent agen- 
cies of HHFA as “Home Loan 
Bank Board, the Federal Housing 
Administration, and the Public 
Housing Council.” What we 
meant to list were the HLBB, the 
FHA and the Public Housing Ad- 
ministration. ‘The National Hous- 
ing Council, under the chairman- 
ship of the HHFA Administrator, 
is now created by the plan and in- 
cludes representatives of the VA, 
the RFC and the Department of 
Agriculture in addition to the 
three constituent agencies of the 


HHFA. 
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A Great New 
Escalator 


ATA NEW LOW PRICE $ 


New bulletin B-700J tells the whole WIDE ENOUGH for adult and 
story. Write for your copy to child — or traveler and lug- 
Otis Elevator Company, 260 Elev- gage. Capable of carrying 


5000 people an hour, it han- 
dles more persons per dollar 
investment than any other 
moving stairway. 


enth Avenue, New York 1, N. Y. 


TA ELEVATOR COMPANY 


| a) Offices in all principal cities 


a” 


How's your set of bound JOURNALS? 


Send us your loose copies, any time, to 
be bound as illustrated above. 


A volume consists of six issues—Janu- 
ary through June, or July through De- 
cember. Each volume has its own index, 
and we supply a title page. 

Issues missing from your file can be sup- 
plied, while they last, at 35с each. 
Unless you instruct otherwise, we bind 
in the original covers of each issue but 
not the advertising pages. 

Binding, when you supply the loose 
copies, $2. 

Bound volume, we supplying all new 


copies, $3.50. 


JOURNAL OF THE AMERICAN INSTITUTE OF ARCHITECTS 
1741 New York Avenue, N. W., Washington 6, D. С. 


BOSTON GARDEN PORTABLE 
BASKETBALL FLOOR 


U. S. 


MILITARY ACADEMY, PORTABLE BASKETBALL 
FLOOR, WEST POINT 


Portable Basketball Floors 


These Portable Basketball Court Floors were 
built and installed by Di Natale Flooring Con- 
tractors of Charlestown, Mass. The Boston 
Garden floor is 60x96 ft. and the U. S. Military 
Academy floor is 60x100 ft. The floors were 
finished with four coats of Hillyard’s STAR 
Gym Finish which produces a beautiful, 
lasting, safe finish with No-glare, Non-skid, 
Super-tough, easy to maintain. 

Hillyard’s Nation-Wide organization of Floor 
Treatment Maintaineers are ready at all times 
to cooperate in carrying out all specifications. 
Call or wire us for the Hillyard Maintaineer in 
your vicinity; his advice and recommendations 
are yours for the asking. 


А.Т.А. Specifica- 
tion Cards sent 
FREE on re- 
quest. They give 
the architect val- 
uable informa- 
tion in a con- 
densed form rela- 
tive to floor treat- 
ments on any 
type of flooring. 


HILLYARD SALES CO's 


pistrisutors HILLYARD CHEMICAL CO. ST. JOSEPH, MO. 


470 ALABAMA ST., SAN FRANCISCO, CALIF... 


1947 BROADWAY, NEW YORK, М. Y. 


The Handbook of 
Architectural Practice 


Third Printing, Revised 1943 Edition 
Prepared under the direction of WILLIAM STANLEY Parker, F.A.I.A. 


“The architect, by expressing his ideas in forms and words of exact 
contractual significance, by controlling machinery for their embodiment, 
by giving just decisions between conflicting interests, by bearing himself 
as worthy of his high calling, gives to his art the status of a profession. 
It is with that aspect of the architect’s work, professional practice and 
its servant, business administration, that this Handbook is concerned.” 


The Board of Directors of The Institute reviewed and approved the 
Handbook prior to its publication, and found it to be a comprehensive 
exposition of the best in modern architectural practice, apart from design. 


The Handbook is commended by the Board to the seasoned architect, 
to the draftsman, the office manager, and the architectural student—and 
to him who prepares for the examination of state registration boards. 


Fifty-two chapters make up the book, under the following Part headings: 


REGISTRATION OF ARCHITECTS 

THE ARCHITECT AND THE 
OWNER 

THE OFFICE 

Sunvrvs, PRELIMINARY STUDIES 
AND ESTIMATES, WORKING 
DRAWINGS AND SPECIFICA- 
TIONS 


Size, 814 


THE LETTING or CONTRACTS 

THE EXECUTION or THE WORK 

THE ARCHITECT AND THE LAW 

Orrick RECORDS ОЕ COMPLETED 
Work 

THE AMERICAN INSTITUTE OF 
ARCHITECTS AND ITs Docu- 
MENTS 


x 11, 204 pages, bound in heavy durable paper, with gold stamping— 
convenient for use in the library, office or drafting-room. 


Price $5 per copy, 


except that architectural students may purchase copies for $4, provided the orders 
are countersigned by the Deans of their Departments of Architecture. Remit- 
tances should accompany orders, or the book may be sent collect. No charge for 
postage or wrapping. 


THE AMERICAN INSTITUTE OF ARCHITECTS 
1741 New York Ave., N.W., Washington 6, D. C. 


Fromthe cradle 
to the yuwe... 


HERMAN NELSON PRODUCTS 
SERVE MILLIONS IN AMERICA 


Glenview Community Church, 
Glenview, Ill. Architects— 
Armstrong, Furst & Tilton, Chi- 
cago, lll. Engineer — Herbert 
G. Thomas, Evanston, III. Heat- 
ing Contractor—C. W. John- 
son, Inc., Chicago, Ill. 


Thousanns of citizens enjoy comfortable and healthful air conditions 
in churches, libraries, court houses, post offices, city halls and other public 
buildings in every section of the country, because of the installation of 
Herman Nelson Heating and Ventilating Products. 


Because the average man spends about 80 per cent of his entire lifetime 
indoors, it is important that all buildings in which he goes to school, works 
and plays be properly heated and ventilated. 

Since 1906, The Herman Nelson Corporation has been building quality 
heating and ventilating equipment for public, industrial and commercial 


buildings. Leading Architects, Engineers and Contractors, as well as 
Owners, know that the use of Herman Nelson Products will assure main- 


tenance of desired air conditions. 


THE HERMAN NELSON CORPORATION 


Since 1906 Manufacturers of Quality Heating and Ventilating Products 
MOLINE, ILLINOIS 


INSTALL STEEL PIPING 
ADEQUATE FOR TOMORROW'S NEEDS 


Johnnie cant 


wash for School... Because Moms domg 
the Laundry ! 


ie, > 


LF A 


Tus little domestic dilemma is all too 
familiar to many an American home. The second 
floor faucets dribble because the basement laundry 
tubs are in use. 

Maybe the water pipes did look big enough to 
the builder when the house was built years ago. 
But now there are too many outlets, too many fix- 
tures, too many needs for water. 

For new homes to be built or old homes to be 
modernized in the post war period, you can contrib- 
ute to better, more comfortable living by providing 
an adequate supply of water. That requires larger 
steel pipe--pipe the experts a few years ago might 
have called "oversize." Watch especially that run 
from the street main to the house, and the meter 
size to provide for future additional fixtures. 

Always remember this; No more water can be 
delivered than pipes can carry under existing city 
pressures. The best way to insure an adequate 
water supply is to use steel pipe of an adequate 
size. The additional cost to install steel pipe of 


adequate size is very small. 


YOUNGSTOWN 1, OHIO. 


Manufacturers of 
AL ND 


PIPE AND TUBULAR PRODUCTS • CONDUIT • RODS + COLD FINISHED CARBON AND ALLOY BARS 
SHEETS • PLATES • ELECTROLYTIC TIN PLATE • COKE TIN PLATE + TIE PLATES AND SPIKES 
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